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This Technical Note describes suggested dimensions for interface cards for the Apple llGS and 
Apple He upgraded sy terns. 
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7.00" 



The 7" dimension is specified for slots 
1-3 because of the optional fan which 
mounts on the power supply. 



Slots 1-3 



2.7 



-2.950"- 




2.20 
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